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Message Text 

UNCLASSIFIED 

PAGE 01 ASUNCI 04909 011840Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO CIAE-00 DODE-OO INR-07 NSAE-00 
PA-02 USIA-15 PRS-01 SP-02 HA-05 /047 W 

022270 020444Z/17 

R 011821Z DEC 77 
FM AMEMBASSY ASUNCION 
TO SECSTATE WASHDC 1714 

UNCLAS ASUNCION 4909 

E.O. 11652: N/A 
TAGS: SHUM, PA 
SUBJ: ENRIQUE IBARRA 

REF: A) ASUNCION 4830; B) STATE 285971 

1 . AS DEPARTMENT AWARE (SEE REFTEL A), THE PARAGUAYAN AUTHORITIES 
HAVE RELEASED IBARRA FROM DETENTION. 

2. ACCUSATIONS AGAINST IBARRA HAVE BEEN AIRED IN PRESS, BUT NO 
FORMAL CHARGES HAVE BEEN BROUGHT BY GOVERNMENT OR BY THE SEVERAL 
INTERNATIONAL WELFARE ORGANIZATIONS HE ALLEGEDLY HAS SWINDLED OUT 
OF MILLIONS. PROBABLY BIGGEST LOSER IS INTER- AMERICAN FOUNDATION, 
WHICH GAVE IBARRA OVER $700,000 FOR IDIA, INCLUDING A CESSNA AIR- 
CRAFT RUMORED TO BE USED FOR PRIVATE CHARTER (CONTRABAND) FLIGHTS. 
IAF REACHED SETTLEMENT WITH IBARRA FOR THE REFUND OF SOME $270,000. 

3. AT IAF’S REQUEST EMBASSY IS ACTING AS FISCAL AGENT FOR RECOVERY OF 
FUNDS. OTHERWISE, EMBASSY'S RECOMMENDATION IS TO STAY AS FAR AWAY 
FROM IBARRA AS POSSIBLE. 
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Line Count: 43 
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